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25X1X6  @, LE visited the factories of Matolux to determine thety 25Xx1 X6 
wuitebility for maufscturing refrigerator units. The very aotera plant 

located in Petropolis would ve acceptable, but too many other items are 95X1X6 
manufactur the same plant whieh is. not coalucive to proper mant- 

Liver af equipment in assenly line operations. Mesers. Heilbron 

ani Gebueller, (owners of Autolux) therefore, decided to construct an 

entirely 7 plant in fac Paulo for the exolugive manufacture of pat —ay 

tion cabinets ani sealed units. They will also acquire completely new 


new plant will be based on a - output of 30 thousand complete 

eavinet unite (eight hour ) 50 thousami sealed unite. Twenty 

thougand of the inttrer wi gs entiante for sale te competitive wanu~ 

fecturers of sieibar cabinet opeyernt. ALL of ‘the required machines = 95x1x6 
neceasary for this operation will be a from Burepe or the TH, 

and the govermaent has assureGMMMl that excharige will be available. ‘The 

@14 plant located in Petropolis will be retained for the manufacture of 25X1X6 
cuteide iteus such as ere in production at the moment. 
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